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TREATMENT   OF   SEWAGE

Sludge Treatment in Relation to Sewage Disposal. John D. Watson.
(Paper read before the Association of Municipal and County Engineers.)
September 1, 1906.

The Life-History for Eight Years of the Experimental Coke Clinker
Filter-beds at Kingston-on-Thames. Douglas Archibald. (Abstract
of paper read before the Royal Sanitary Institute.) September 22,
1906.

Experience with Fine-Grain Percolating Filters for Sewage. October 20,
1906.

The Baltimore Sewage Testing Station.    November 17, 1906.

Experiments in Distribution of Sewage over Sprinkling Filters at Water-
bury, Conn. William Gavin Taylor. January 5, 1907.

Sewage Disposal at Chicago and Vicinity. Rudolph Hering and George
W. Fuller. (Report to the International Waterways Commission.)
February 2, 1907.

The Sewage Disposal Works at Kirksville, Mo.   March 23, 1907.

A Decision on the Cameron Patent for Process of and Apparatus for
Treating Sewage. March 30, 1907.

The Use of Copper Sulphate at Pawtucket, R. I., to Prevent the Clogging
of Sewage Filter Beds by Blanket Growth of Micro-organisms. (From
Bulletin, Rhode Island State Board of Health.) March 30, 1907.

The Septic Tank of Belleville, Illinois, Sewerage System.    April 13, 1907.

The Sewage Disposal Plant of the Soldiers' Home, Johnson City, Tennessee.
April 27, 1907.

The Admission of Trade Wastes into the Sewers of Reading, Pennsyl-
vania. May 25, 1907.

A Judicial Review of American Stream Pollution Decisions. June 29,
1907.

The Use and Abuse of Sewage Purification Plants. A. Elliott Kimberly.
(Abstract from paper read before the Ohio Engineering Society.)
August 31, 1907.

The Sewage Purification Plant at Reading, Pennsylvania. October 5,
1907.

In the Engineering Hews.

Septic Tanks and Double Contact Beds at Burnley, England,   October

26, 1905.
The Proposed New Sewage Settling Tanks, Contact and Storm Beds for

Sheffield, England.   December 7, 1905.

